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PAGE 01 STATE 048155 

60 

ORIGIN NBA- 10 

INEO OCT-01 ISO-00 ERDA-05 OES-03 SP-02 PM-04 NRC-05 

ACDA-05 /035 R 

DRAETED BY NEA/INS:BWBROWN,JR:MMK 

APPROVED BY NEA/INS:DKUX 

ERDA:BCMUELLER 

OES/NET:DHOYLE 

DESIRED DISTRIBUTION 

NEA, OES, SP, PM, ERDA, NRC, ACDA 

047064 

P 272049Z FEB 76 
EM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI PRIORITY 
AMCONSUL BOMBAY PRIORITY 

CONEIDENTIAL STATE 048155 

E.O. 11652: GDS 

TAGS: TECH, ENRG, IN, US 

SUBJECT: PHYSICAL SECURITY REPORT ON TARAPUR 
REF: NEW DELHI 2792, BOMBAY 43 1 

1. REGRET CONTUSION AND UNCERTAINTY OVER SETHNA'S REQUEST 
EOR WRITTEN REPORT. ERDA/NRC TEAM DID NOT CONSIDER 
ITSELF COMMITED TO OR INTEND TO MAKE SUCH A REPORT TO 
SETHNA. 

2. HOWEVER, IN RESPONSE TO SETHNA'S CURRENT REQUEST, 
ERDA/NRC TEAM WILL PREPARE A WRITTEN REPORT EOR SETHNA 
ON PHYSICAL SECURITY AT TARAPUR. THE TEAM’S RECOMMENDA- 
TIONS WILL BE RELATIVELY MINOR IN SCOPE, NOT RPT NOT 
AEFECTING PHYSICAL CONSTRUCTION. YOU MAY INEORM SETHNA 
OE THE ABOVE. INGERSOLL 
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